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91070301 S3 Forwards requalificatin exam rept 50-454/OL-91-01 on 910603 & 10.Re-
qualification program assigned overall rating of satisfactory in accordance w/criteria of

WRIGHT.G.C.' Region'3 (Post 820201). 91/07/03. REED.C. Commonwealth Edison
Co. 2pp. 58397:174-58397:180.

-9107080189 Requalification exam rept 50-454/OL-91-01 during weeks of 910603 &
lO.Exam results:One SRO passed written & walkthrough sections of exam but failed
simulator section. Remaining 23 operators passed all three sections of exam.
SHEMBARGER.K. Region 3 (Post 820201). 91/06/26. 5pp. 58397:176-58397:180.

9107080206 Forwards full-term License DPR-16 & FR notice of issuance. SER support-
ing issuance of full-term OL issued as NUREG-1382 in Jan 1991.
VARGA.SA Division of Reactor Projects - l/ll (Post 870411). TAG 11268. 91/07/02.
BARTON.J.J. General Public Utilities Corp. - GPU Service Corp. 3pp. 58397:093-
58397:105.

9107080225 NUREG-1435 V03 STATUS OF SAFETY ISSUES AT LICENSED POWER
PLANTS-Generic Safety Issues.

*  Program Management, Policy Development & Analysis Staff (Post 870411). 91/06/
30. 350pp. 58306:188-58307:098.

9107080230 NUREG-1421 REGULATORY ANALYSIS FOR THE RESOLUTION OF GE-
NERIC ISSUE 130: ESSENTIAL SERVICE WATER SYSTEM FAILURES AT MULTI-
UNIT SITES.

LEUNG.V., BASDEKAS.D., MAZETIS.G. Division of Safety Issue Resolution (Post
880717). 91/06/30. 34pp. 58307:099-58307:133.

9107080234 NUREG/CR-5716 MODEL VALIDATION AT THE LAS CRUCES TRENCH
SITE.

HILLS.R.G. New Mexico State Univ., Las Cruces, NM. WIERENGA,P.J. Arizona, Univ.
of, Tucson, AZ. FIN L-1286. 91/06/30. Division of Engineering (Post 870413). 100pp.
58307:134-58307:228.

9107080245 NUREG/CR-5601 EFFECTS OF PH ON THE RELEASE OF RADIONU-
CLIDES AND CHELATING AGENTS FROM CEMENT-SOLIDIFIED DECONTAMINA-
TION ION-EXCHANGE RESINS COLLECTED FROM OPERATING NUCLEAR
POWER STATIONS.

MCISAAC.C.V., AKERS.D.W., MCCONNELL.J.W. EG&G Idaho, Inc. (subs, of EG&G,
Inc.). FIN A-6359. EGG-2605. 91/06/30. Division of Engineering (Post 870413).
400pp. 58307:229-58308:184.

9107080248 NUREG/CR-5727 CHLORIDE ION DIFFUSION IN LOW WATER-TO-SOLID
CEMENT PASTES.

CLIFTON.J.R., KNAB.LI., GARBOCZI.E.J. National Institute of Standards & Technolo-
gy (formerly National Bureau of Standa. FIN D-2009. NISTIR 4549. 91/06/30. Division
of Engineering (Post 870413). 31pp. 58308:185-58308:217.

9107080250 NUREG/CR-5611 ISSUES AND APPROACHES FOR USING EQUIPMENT
RELIABILITY ALERT LEVELS.

LOFGREN.E.V., GREGORY.S.H. Science Applications International Corp. (formerly
Science Applications, Inc.). * Brookhaven National Laboratory. FIN A-3282, BNL-
NUREG-52251. 91/06/30. Division of Systems Research (Post 880717). 150pp.
58308:218-58308:354.

9107080255 NUREG/CR-5688 MECHANICAL CHARACTERIZATION OF DENSELY
WELDED APACHE LEAP TUFF.

FUENKAJORN.K., DAEMEN.JJ.K. Arizona, Univ. of, Tucson, AZ. FIN L-1476. 91/06/
30. Division of Engineering (Post 870413). 125pp. 58309:001-58309:125.

9107080258 NUREG/CR-5686 EFFECTIVENESS OF FRACTURE SEALING WITH BEN-
TONITE GROUTING.

RAN.C., DAEMEN.J.J.K. Arizona, Univ. of, Tucson, AZ. FIN L-1476. 91/06/30. Divi-
sion of Engineering (Post 870413). 190pp. 58309:126-58309:317.

9107080262 NUREG/CR-5467 RISK-BASED INSPECTION GUIDE FOR CRYSTAL
RIVER UNIT 3 NUCLEAR POWER PLANT.

SMITH.B.W., DUKELOW.J.S., VO.T.V. Battelle Memorial Institute, Pacific Northwest
Laboratory. FIN I-2008. PNL-7108. 91/06/30. Division of Radiation Protection & Emer-
gency Preparedness (Post 870411). 74pp. 58309:318-58310:029.

9107090117 Ack receipt of 910617 Itr forwarding correction to remarks given at 910612
public meeting on draft NUREG-1438, "Findings on Issues of Offsite Emergency Pre-
paredness for Pilgrim Nuclear Power Station."

EATON.R.B. Project Directorate I-3. 91/07/01. THOMPSON.A.C. Plymouth, MA. 4pp.
58334:352-58334:357.

-9107090135 Informs of correction to remarks on draft NUREG-1438 at 910612
meeting.Informs of intention to complete calls to special needs persons by 910701.
THOMPSON.A.C. Plymouth, MA. 91/06/17. EATON.R. NRC - No Detailed Affiliation
Given. 2pp. 58334:356-58334:357.

9107100056   NUREG-1301   OFFSITE  DOSE  CALCULATION   MANUAL  GUIDANCE:
STANDARD RADIOLOGICAL EFFLUENT CONTROLS FOR PRESSURIZED WATER
REACTORS-Generic Letter 89-01 .Supplement No. 1,

*  Division of Radiation Protection & Emergency Preparedness (Post 870411). GL-89-
01. 91/04/30. 120pp. 58384:001-58384:122.

9107100057  NUREG-0675 S34 SAFETY EVALUATION REPORT RELATED TO THE
OPERATION  OF   DIABLO  CANYON   NUCLEAR   POWER   PLANT.UNITS   1   AND
2.Docket Nos. 50-275 And 50-323.(Pacific Gas And Electric Company)

ROOD.H., CHOKSHI.N., MCMULLEN.R. Division of Reactor Projects - III,IV,V (Post
901216). 91/06/30. 400pp. 58383:001-58383:354.

9107110080 Forwards mgt meeting repts 50-237/91-21,50-456/91-18, 50-457/91-
16,50-454/91 -17,50-455/91 -17,50-249/91 -21, 50-373/91 -14,50-374/91 -14,50-254/91 -
16,50-265/91-12, 50-295/91-16 & 50-304/91-16 on 910613.

GREGER.LR. Region 3 (Post 820201). 91/07/03. REED.C. Commonwealth Edison
Co. 2pp. 58367:079-58367:084. .

-9107110068 Mgt meeting repts 50-237/91-21,50-456/91-18,50-457/91-16, 50-454/91-
17,50-455/91 -17,50-249/91 -21,50-373/91 -14, 50-374/91 -14,50-254/91-16,50-265/91 -
12,50-295/91-16 & 50-304/91-16.

SCHUMACHER.M.C. Region 3 (Post 820201). 50-373/91-14. 91/07/02. 4pp.
58367:081-58367:084.

9107110130 Forwards plant emergency action levels not consistent w/ provisions of
NUREG-0654,App1.

COLLINS.D.M. Region 2 (Post 820201). 91/06/12. HAIRSTON.W.G. Georgia Power
Co. 5pp. 58410:102-58410:106.

9107110222 Application for amends to Licenses DPR-53 & DPR-69,revising TS 3/4.9.7,
"Crane Travel - Spent Fuel Storage Pool Bldg" & 3/4.9.13, "Spent Fuel Cask Han-
dling Crane" to provide single proof status.per NUREG-0612 re control of heavy
loads.

CREEL.G.C. Baltimore Gas & Electric Co. 91/07/02. Document Control Branch (Doc-
ument Control Desk). 29pp. 58410:001-58410:039.

9107150200 Forwards pilot std ES-604 for use to prepare for 910723 meeting to dis-
cuss details of requalification exam.

COLLINS.S.J. Region 4 (Post 820201). 91/07/09. BARKHURST,R.P. Entergy Oper-
ations, Inc. 26pp. 58404:179-58404:204.

9107170147 Advises that due to recent personnel turnover & promotions, contract em-
ployees will be used to fill shift technical advisor positions.Actions required until CP&L
employees can be trained.Training anticipated to be approx 18 months.
FLOYD.S.D. Carolina Power & Light Co. NLS-91-158. 91/07/09. Document Control
Branch (Document Control Desk). 1p. 58496:286-58496:286.

9107170288 Provides assessment of applicability of Diablo Canyon Nuclear Plant natu-
ral circulation test to Watts Bar Nuclear Plantlssue identified in SER (NUREG-0847)
as Confirmatory Issue 15.

WALLACE.E.G. Tennessee Valley Authority. TAG M79317. 91/07/11. Document Con-
trol Branch (Document Control Desk). 2pp. 58718:266-58719:086.

9107180039   NUREG/BR-0155   V02    N1    INDIVIDUALIZED   LEARNING   CENTER
COURSE CATALOG SPRING/SUMMER 1991.
* Ofc of Personnel (Post 870413). 91/06/17. 54pp. 58489:196-58489:251.

9107180108 Forwards suppl to 830722 response to NUREG-0737,ltem II.D.1 re safety &
relief valve testing.Mods to pressurizer safety & relief valve piping will be
prior to Unit 1 hot functional testing.

) piping will be completed

WALLACE.E.G. Tennessee Valley Authority. TAG 79992. 91/07/11. Document Control
Branch (Document Control Desk). 4pp. 58484:276-58484:279.

9107220138 Forwards response to H Meyers request for info re plant welds.Disagrees
w/Congressional statement that NUREG-1425 inaccurate or misleading.
RATHBUN.D.K. Congressional Affairs. CCS. 91/06/13. MILLER,G. House of Rep., In-
terior & Insular Affairs. 2pp. 58539:172-58539:173.

9107220210 NUREG/BR-0117 N91-2 NMSS LICENSEE NEWSLETTER.Number 91-2.

*   Office of Nuclear Material  Safety & Safeguards. 91/06/30.  11pp.  58491:018-
58491:029.

9107220213 NUREG/CR-4219 V7N1ER Errata to "Heavy-Section Steel Technology
Program.Semiannual Progress Rept for Oct 1989 - Mar 1990," consisting of revised

PE?fNELL,W.E. Oak Ridge National Laboratory. FIN B-0119. ORNL/TM-9593. 91/07/
11. Division of Engineering (Post 870413). 2pp. 58491:016-58491:017.

9107220249 NUREG-1144 R02 NUCLEAR PLANT AGING RESEARCH (NPAR) PRO-
GRAM PLAN.Status And Accomplishments.

* Division of Engineering (Post 870413). 91/06/30. 200pp. 58490:200-58491:015.

9107220255 NUREG/CR-5522 A COMPARISON OF PARAMETER ESTIMATION AND
SENSITIVITY ANALYSIS TECHNIQUES AND THEIR IMPACT ON THE UNCERTAIN-
TY IN GROUND WATER FLOW MODEL PREDICTIONS.

ZIMMERMAN.DA Gram, Inc. HANSON.R.T. Interior, Dept. of. Geological Survey.
DAVIS.P.A. Sandia National Laboratories. FIN A-1165. SAND90-0128. 91/05/31. Divi-
sion of High-Level Waste Management (Post 870413). 200pp. 58488:175-58489:005.

9107220259 NUREG/CR-2000 V10 N5 LICENSEE EVENT REPORT (LER)
COMPILATION.For Month Of May 1991.

*  Oak Ridge National Laboratory. FIN A-9135. ORNL/NSIC-200. 91/06/30. Office for
Analysis & Evaluation of Operational Data, Director. 93pp. 58490:105-58490:199.

9107220263 NUREG-0750 V33 101 INDEXES TO NUCLEAR REGULATORY COMMIS-
SION ISSUANCESJanuary- March 1991.

*  Division of Freedom of Information & Publications Services (Post 890205). 91 /06/
30. 50pp. 58489:153-58489:195.

9107220272 NUREG/CR-5732 DRF FC IODINE CHEMICAL FORMS IN LWR SEVERE
ACCIDENTS.Draft Report For Comment.

BEAHM.E.C., WEBER.C.F., KRESS.T.S. Oak Ridge National Laboratory. FIN B-0854.
ORNL/TM-11861. 91/07/31. Division of Systems Research (Post 880717). 113pp.
58490:001-58490:104.

9107220276 NUREG-0304 V16 N01 REGULATORY AND TECHNICAL REPORTS (AB-
STRACT INDEX JOURNAL). Compilation For First Quarter 1991,January-March.

*  Division of Freedom of Information & Publications Services (Post 890205). 91/06/
30. 43pp. 58489:294-58489:338.

9107220285 NUREG-0090 V14 N01 REPORT TO CONGRESS ON ABNORMAL
OCCURRENCESJanuary-March 1991.

*   Office for Analysis & Evaluation of Operational Data, Director. 91/06/30. 21pp.
58489:273-58489:293.

9107220288 NUREG/CR-5749 TECTONIC DEFORMATION REVEALED IN BALDCY-
PRESS TREES AT REELFOOT LAKE.TENNESSEE.

VANARSDALE.R., STAHLE.D., CLEAVELAND.M. Arkansas, Univ, of, Fayetteville, AR.
FIN G-1600. 91/07/31. Division of Engineering (Post 870413). 19pp. 58489:252-
58489:272.

9107220292 NUREG/CR-5614 PERFORMANCE OF INTACT AND PARTIALLY DE-
GRADED CONCRETE BARRIERS IN LIMITING FLUID FLOW.
WALTON.J.C., SEITZ.R.R. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN A-6858. EGG-
2614. 91/07/31, Division of Engineering (Post 870413). 56pp. 58489:093-58489:152.

9107220301 NUREG/CR-5551 TWO NEW NOT TECHNIQUES FOR INSPECTION OF
CONTAINMENT WELDS BENEATH COATINGS.Final Report,October 1989 - March
1990.

FITZPATRICK.G., THOME.D.K. Physical Research, Inc. FIN L-127S. 91/06/30. Divi-
sion of Engineering (Post 870413). 36pp. 58489:054-58489:092.74.
